BRUTON  PARISH  CHURCH,  OLDEST  CHURCH  IN  CONSTANT  USE  IN  AMERICA,  WILLIAMSBURG,  VA. 
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BRUTON  PARISH  CHURCH, 
WILLIAMSBURG,  VA. 
Built  in  1710.  Where  Washington  worshipped 
in  1781.  The  Parish  dates  back  from  1632.  Four 
presidents  of  the  United  States  have  worshipped 
within  its  walls.  The  bell  which  hangs  in  the 
tower  was  made  in  England  and  presented  to  the 
church  in  1761  and  summoned  the  patriots  to- 
gether in  Revolutionary  Times. 
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